ST.  MARK'S  EPISCOPAL  CHURCH 
Merrick  Rd.  and  St.  Mark's  Lane 
ISLIP,  LONG  ISLAND,  N.  Y. 

Original  Church  built  in   1847.    Present  Church  built  in 

1880  -  the  gift  of  William  K.  Vanderbilt. 
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